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ANNUAL INDEX 18, 1981 


First Quarter 1-32 
Second Quarter 33-72 


Columns 


Generalized Design of Columns Subjected to Combined 
Axial Load and Bending—Monasa and Snyder 


Connections 


An Experimental Look at Bracket-Loaded Webs—Hoptay 
Connections Between Steel Frames and Concrete 
Walls—Roeder and Hawkins 
Analysis and Design of a Web Connection in Direct 
Tension—Anand and Bertz 
Design Aids for Single Plate Framing Connections— 
Young and Disque 


Design Aids 
Preliminary Analysis and Member Sizing of Tall Tubular 
Steel Buildings— Wong, El Nimeiri and Tang ..... 

A Graphical Method for Cantilevered and Suspended Span 
Nomograph for Design of Power Plant and Industrial 
Precipitator Shell— Matra 
Stress Reduction Factor for Unsupported Lengths—Roy 
Design Aids for Single Plate Framing Connections— 
Young and Disque 


Earthquake Design 


Eccentrically Braced Frame Construction—A Case His- 


126 
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Third Quarter 73-128 
Fourth Quarter 129-196 


SUBJECT INDEX 


Industrial Buildings 
Structural Details in Industrial Buildings—Fisher .... 
Lateral Buckling 


Stress Reduction Factor for Unsupported Lengths—Roy 


Load Factor Design 


Load and Resistance Factor Design—Galambos 


Manual of Steel Construction, 8th Edition 


8th Edition Manual Errata 


Multistory Buildings 
Preliminary Analysis and Member Sizing of Tall Tubular 
Steel Buildings— Wong, El Nimeiriand Tang ..... 
Eccentrically Braced Frame Construction—A Case His- 


Shell Structures 


Nomograph for Design of Power Plant and Industrial 


Stability 


Stability of Metal Structures—A World View—SSRC, 
ECCS, CRC], CMEA 


Vibration 
Acceptability Criterion for Occupant-Induced Floor Vi- 
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FIRST QUARTER / 1982 
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Ainso, Heino (see Hoptay, Joseph M.) 
Anand, Subhash C. and Richard F. Bertz 
Analysis and Design of a Web Connection in Direct 

Bertz, Richard F. (see Anand, Subhash C.) 

Column Research Committee of Japan (see Structural Sta- 
bility Research Council) 

Council of Mutual Economic Assistance (see Structural! Sta- 
bility Research Council) 

Disque, Robert O. (see Young, Ned W.) 

El Nimeiri, Mahjoub M. (see Wong, Chow H.) 

European Convention for Constructional Steelwork (see 
Structural Stability Research Council) 

Fisher, James M. 

Structural Details in Industrial Buildings 
Galambos, Theodore V. 

Load and Resistance Factor Design 
Hawkins, N. M. (see Roeder, C. W.) 
Hoptay, Joseph M. and Heino Ainso 

An Experimental Look at Bracket-Loaded Webs 
Libby, James R. 

Eccentrically Braced Frame Construction—A Case His- 

Maitra, Nirmal 
Nomograph for Design of Power Plant and Industrial 
Precipitator Shell 
Mehta, Purushottam B. 
A Graphical Method for Design of Cantilevered and 
Suspended Span Beams 
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Roy, Ranjit 
Stress Reduction Factor for Unsupported Lengths .... 
Sears, Frank D. 
Discussion: An Experimental Look at Bracket-Loaded 
Webs (Hoptay and Ainso, 1Q81) ................ 
Snyder, John K. (see Monasa, Frank) 
Structural Stability Research Council, ECCS, CRC] and 
CMEA 
Stability of Metal Structures—A World View 
Part 1 


Tang, John W. (see Wong, Chow H.) 
Wong, Chow H., Mahjoub M. El Nimeiri and John W. 
Tang 
Preliminary Analysis and Member S? ng of Tall Tubular 


Young, Ned W. and Robert O. Disque 
Design Aids for Single Plate Framing Connections ... . 
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